RESEARCH MACHINES | NATIONAL USER GROUP FORM 


RML NATIONAL USER GROUP 


Name: EE +» 4... & *® & & & e co 6 « « 9 8 ss @ 8 @ © Vv 4 9 > 0 9 & 9 » oe Ss è è .” ë JE JE © & JE *® & * © © & » © 
Institution: Y  » & @ & © er coc 0 & 0 + @ 4 @ * ese @ 8 © @ @ 6 @ 5 8 6 6 Vv VS 8 RR RA VV RN 4 6 BV 9 I 8 
Address for Correspondence: .o..oooocoooooooooooooooooooo.o»» Soren 
I would like to join the eee ee ads Se ee eee ee soa a 
National User Group: (signature) 


I enclose membership fee of £5.00. (Cheques/Postal Orders 
should be crossed and made payable to 'RML National User 
Group Account'.) 


I am using my disk based/cassette based micro for the following 
applications: 


and the software associated with this is designed/being tested/ 
completed and fully tested. 


Please return to The Secretary, RML National User Group, c/o 
Research Machines Limited, PO Box 75, Oxford. 
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RESEARCH MACHINES CP/M MANUALS 


- ADDITIONAL MANUALS AVAILABLE FOR CP/M 


£ 

8080 Assembler (ASM) 1.60 each 
ED: A Context Editor for the CP/M Disk 

System 1.40 each 
CP/M Dynamic Debugging Tool (DDT) | 1.50 each 
CP/M Interface Guide 2.55 each 
Introduction to CP/M features and 
facilities 2.30 each 
CP/M System Alteration Guide 3.15 each 


SETS ARE AVAILABLE AT £12.50 


Notes: 


ASM is an assembler for the 8080, using Intel mnemonics. 

It is generally similar to ZASM. ED is a simple character 
oriented editor, useful only to those who wish to edit 

with a VDU. The DDT Manual gives details of some additional 
DDT commands, mainly associated with the 8080. The Inter- 
face Guide is essential if you wish to write assembly 
language programs using CP/M input/output. The Introduction 
to CP/M is the same as that included with the 380Z Manual. 
The System Alteration Guide is only useful if you wish to 
modify CP/M I/O. 
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NEWSLETTER REGISTRATION FORM 
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Customers are asked to fill in this form to ensure receipt of the 
Research Machines Newsletter. Please return it to: 


Newsletter Registration, 
Research Machines Ltd., 
P 0 Box 75, 

Oxford. 


Name? 


Address: 


Date: 


Computer: 2802/3802 


. Serial Number: 


Memory size: 4/8/16/20/32/48/56F. 


Mass storage: CASSETTE/MDS-1/MDS-2/FDS 


